S CIRCULATING AIR EVENLY IN ANY SPACE 
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CIRCULATE, VENTILATES 


FAN SOLUTION 
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WHAT ARE INDUSTRIAL 


MOBILE FANS? 


@ Large, powerful mobile fans designed for industrial 
applications. 


(@ Mounted on wheels for easy portability. 


Ge High airflow capacity for effective ventilation. 


Benefits of Industrial 


Mobile Fans 


Enhance Air Circulation & Quality 


W 
Help to Reduce Heat 


€)9 Boost Employee Productivity 


Benefits of Industrial 


Mobile Fans 


& Accelerate Drying Times in manufacturing processes. 


Improved working conditions and 


enviroment . 


a e | 
J Minimize Fumes & Dust. 
ER 


Applications of Industrial Mobile 


Fans 


Warehouses 


am Events 


(outdoor and Indoor) 


Construction 
sites 


Factories 


MN Animal Husbandry 


== (barns, stables) 


Types of Industrial Mobile Fans 


° High-Volume, Low-Speed (HVLS) Fans: Large diameter 
for wide area Coverage. 

° Pedestal Fans: Adjustable height for focused airflow. 

° Drum Fans: Compact and powerful for spot ventilation. 


e Air Scrubber Fans: Combine ventilation with air 


£" LKL  . yt. 


Choosing the Right Industrial 


Mobile Fan 


° Consider the size and layout of the space. 


° Desired airflow volume and coverage 
area. 


° Noise level requirements. 


e Flactrical nower avatllahılırv 


Features of Industrial Mobile Fans 


Adjustable fan 
speeds for control 


Oscillating heads for 


Safety features like 
wider air distribution. W o d 


overload 
protection. 


Durable construction 


for industrial 
anviranmantae« 


COST SAVINGS WITH 
INDUSTRIAL MOBILE KX 
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Less 
Ventilation 
Needed 


Saves Energy 
vs. AC 


J 


Ix... 


Maintenance 
Costs 


A 


Safety Tips for Using Industrial 


Mobile Fans 


° Position fans securely to prevent tipping. 


° Keep electrical cords away from moving 
parts. 


° Regularly clean fan blades for optimal 
performance. 


° Ensure proper ventilation when using combustion 
engines (if applicable). 


Contact Us 


Q Main Office: D-2010/2011, Sun Central Place, Nr Bopal Circle, 
SP Ring Road Ambli, Anmedabad-380059, 
Gujarat, India. 


Q Branch Office: 54-F, ETERNITY MALL PREMISES, Teen Hath 
Naka, LBS Road, Thane (West), Thane-400604 


Q +91-7624021071 


bx) Sales@krissvent.co 
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